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informal ballot was taken and resulted as fol-
lows : General Weaver, 226; Hendrick B.
Wright, 126; Stephen Dillaye, 119; General
Butler, 95; Solon Chase, 89; Edward P. Allis,
41; and Alexander Campbell, 21.

Before a formal ballot was taken the names
of Wright, Dillaye, Allis, and Campbell were
withdrawn. When in the balloting it appeared
that General Weaver had over 500 votes, States
rapidly changed their votes; and when the re-
sults were announced at six o'clock, he was
declared to be the unanimous choice of the con-
vention for President. B. J. Chambers of
Texas was quickly nominated for Vice Presi-
dent. Escorted by a committee that had been
appointed to request his presence, General
Weaver appeared and accepted the nomination
in a "few neat and timely words." At 6.45
A. M. after an all night session the convention
adjourned.131

A committee authorized by the convention
and composed of S. F. Norton, E. P. Allis,
Solon Chase, S. D. Dillaye, and E. E. Gillette,
wrote General Weaver "that the Greenback
Labor party of the United States, represented
by 830 duly elected delegates from 36 States of
the Union, assembled in National Convention
.... reposing special trust and confidence
in your integrity as a servant of the people,
unanimously nominated you for the office of
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